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r CONFIDENTIAL 

2 9 MAY 1974 


MEMORANDUM FOR: Deputy Director far Management end Services 
THROUGH i Chief, Fleas Staff, BB/M4S 

SUBJECT : Foods Reprograaring 


1. Approve! is requested to reprogram $25,000 of CMS funds 
allocation fro® Object Class 2100, Other Services, to Object 
Class 5100, Equipment. 

2. This reprograaaing will perait as to purchase new 
equipment for the Central Headquarters Diagnostic Facility (CHpP) . 
It is planned that this equipoant will allow for the transmission 
of ilectrocardiographic and SpiroaetTic signal data Iron overseas 
installations to our Headquarters facility. This aspect is as 
integral part of the continued development of the CHBF and was, 

in fact, discussed fey B/MS with B0/M4S at the last Management 
Conference of t April 1074. The CHBF was established as an Office 
Objective in FY 1974 end will continue in FY 19 7S. Approval of 
this request should permit the ispleeentation of a module in the 
achievement of the original concept. 

3. As required. Standard For® 1659, Roques t for Allottaent 
and/or Requisitioning Authority it attached. 


Signed 

Acting Director of Medical Services 


Attachment 


APPROVED; 


25X1 A 

Jpufy^srrWf dr ’ Mahagwwn^ ’and Services 

DD/M^S Distribution: 

Orig - Return to IKS, w/Aj^, 

2 - DD/MFjS, w/o Att > 

2 - 0/DMS, w/o Att / 

2 - (IJS/Suppori _Div , _w/o Att 
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